FOR RELEASE at will 


THE CLEVELAND MUSEUM OF ART 
CLEVELAND 6. OHIO 

TEUEPHONE: GARFIELD 1-7340 


RUI£S OF THE GME, a aatiric film directed by Jean Renoir, will be 


presented at The Cleveland Museum of Art on Wednesday, April 9 at 8:00 p*m. 


The film is open free to the public. 


March 27, 1958 


